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ABSTRACT 

The central region of the Galaxy has been observed at 580, 620 and 1010 MHz with the 
Giant Metrewave Radio Telescope (GMRT). We detect emission from Sgr A*, the compact 
object at the dynamical centre of the Galaxy, and estimate its flux density at 620 MHz to be 
0.5 ±0. IJy. This is the first detection of Sgr A* below 1 G Hz ( Roy & Rao 2002 , 2003 ), which 
along with a possible detection at 330 MHz (Nord et al. 2004) provides its spectrum below 1 
GHz. Comparison of the 620 MHz map with maps made at other frequencies indicates that 
most parts of the Sgr A West HII region have optical depth ~2. However, Sgr A*, which is 
seen in the same region in projection, shows a slightly inverted spectral index between 1010 
MHz and 620 MHz. This is consistent with its high frequency spectral index, and indicates 
that Sgr A* is located in front of the S gr A West complex, and rules out any low frequency 
turnover around 1 GHz, as suggested bv lDavies et al 
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1 INTRODUCTION 

Being located two orders of magnitude closer than the nearest large 
galaxy, the Galactic Centre (GC) can be studied at a much higher 
spatial resolution and sensitivity than is possible for other galaxies. 
Because of this advantage, we can identify uni que objects like the 
Radio-arc consisting of linear parallel filaments iYusef-Zadeh et all 



11984) . or the 2.6x10^ M© black hole s uggested to be ass ociated 
with the compact radio source Sgr A* ( Ghez et al. '199^. From 
the high resolution (~ arc seconds) observation by the Very Large 
Array (VLA) at radio frequencies jEkers et aljfl983 : Pedlar et al. 
Il989h . the following sources within the central 15' of the Galaxy 
have been identified. 

(i) At the dynamical centre of the Galaxy is the compact nonthermal 
radio source kno wn as Sgr- A*, (ii) Around Sgr A* is the HII re- 
gion Sgr-A West iEkers et aljl983h . whose morphology resembles 
a face-on spiral galaxy, (iii) Near Sgr-A West is Sgr-A East, which 
is believed to be a supernova remnant (SNR). (iv) A 7' halo, which 
has been proposed to be a mixture of thermal and non-thermal 
emission cPedlar et alj.l989i) . 

Sgr A* (see Melia & Falcke 2001 for a review) was not de- 
tected at frequencies below 960 MHz and observations at 408 MHz 
iDaviesetal. 1976) and at 330 MHz (Pedlar etal. 1989) provide 
upper limits (^0. 1 Jy at 330 MHz) on its flux density. Sgr A* prob- 
ably has a low frequency turnover below 1 GHz , but the nature 
of the turnover has never been examined in detail jMeUa & Faick3 
1200 i t). Recentlv. lNord et all i2004l) claim to have detected Sgr A* 
at 330 MHz. However, the average brightness of the 7' halo seen 
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towards Sgr A* at 330 MHz is 100 mJy/Beam (with the beam- 
size used in their map), which is comparable to the claimed peak 
intensity of Sgr A* (Fig. 2 in Nord et al. 2004). The 7' halo could 
be located in front of the Sgr A complex ( Pedl ar^ alJll989h . and 
presence of any small scale structure in the halo along Sgr A* can 
mimic its claimed detection. Therefore, detection of Sgr A* at 330 
MHz remains provisional. 

High resolution radio observations ^Roberts&G'os3ll993^ 
show that Sgr A West comprises of three major features of ionised 
gas known as Northern and Southern arm and Western arc, which 
are embedded in a halo of lower density ionised gas with an ex- 
tent of about 1.5' jMezeer & Winkll986tp'edlar et aljl98gl) . Along 
the Northern arm, the gas appears to flow away from us. If this is 
taken as an indication of gas falling in towards Sgr A*, then this 
would imply that the Northern arm is located in front of Sgr A*. 
Though Whiteoak et al. (.1983 j ) have suggeste d Sgr A* to be lo- 
cated in front of Sgr A West. Liszt etall Il983h detected HI absorp- 
tion against Sgr A* at 40—60 km s~^, and not against Sgr A West. 
While Liszt et al. ( 1983) attributes this discrepancy to the patchi- 
ness of the HI screen, the relative location of Sgr A* with respect 
to Sgr A West need to be established. 

Due to free-free absorption at low radio frequencies, HII re- 
gions tend to get optically thick and absorption against another con- 
tinuum object can be used to constrain their relative location. 

We have observed the central half a degree region of the 
Galax y at 580, 620 and 1010 MHz using the GMRT jS warup et all 
I1991I) . As a cross-check, we have observed Sgr A* also at 580 
MHz. To estimate its spectral index between 1 GHz and 620 MHz 
and compare with its spectrum obtained at higher radio frequencies, 
we have further observed this region at 1010 MHz with the GMRT. 
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In this paper, we will mainly discuss Sgr A* and Sgr A West HII re- 
gion. In Sect. 2, we describe the observations and data analysis. The 
results are presented in Sect. 3, and the inferences are discussed in 
Sect. 4. The conclusions are presented in Sect. 5. 



2 OBSERVATIONS AND DATA REDUCTION 

The observations were carried out with the Giant Metrewave Ra- 
dio Telescope (GMRT) with a nominal bandwidth of 16 MHz on 
Aug 31 & Sept 21, 2001 at 620 MHz and in June 2002 at 580 
MHz. Full synthesis (^^7 hours) was performed at these frequen- 
cies. The field centre was set at RA (J2000)=17h46m07s, DEC 
(J2000)=-28°57'02". The observations in the 1010 MHz band 
were carried out on 9th of August 2003. These were (1010 MHz) 
two snapshot observations each of about 45 minutes in duration, 
and the field centre was set at RA (J2000)=17h45m40.5s, DEC 
(J2000)=— 28°56'09 . All these observations were carried out in 
the spectral line mode with 128 frequency channels across 16 
MHz. Absolute flux density ca libration w as performed using 3C48 
and 3C286 data following Baars et all ri977.) scale. The source 
175 1 —253 and 1714—25 were used as secondary and bandpass cal- 
ibrator respectively. At 1010 MHz, 3C286 was used for bandpass 
calibration. 

The increase of Tgys from the calibrator field to the target 
source affects the source visibility amplitudes in the default observ- 
ing mode (i.e., the Automatic Level Control (ALC) in the system 
is turned on), and we employed the following method to correct 
for the Tsys variation. With the ALC off, we estimated the ratio of 
the total power on the target source and the calibrator 3C48 at 620 
MHz. Since this ratio was quite similar (within 10%) for almost all 
the antennas, rather than multiplying the anteima based gain, we 
multiplied the final map of the source intensity distribution by this 
number. 

The ALCs are employed to keep the input power to the corre- 
lator constant, which in turn keeps the effective gain of the correla- 
tor constant. However, our tests show that a variation in input power 
by a factor of 4 changes the effective gain of the 4-bit correlator 
by ^ 5%. Since the variation in total output power between the 
GC and the secondary calibrator with the ALC off is also ~ 4, to 
prevent Tsys affecting directly the visibility amplitudes, the ALCs 
were turned off for 580 MHz and 1010 MHz observations, which 
were carried out after the 620 MHz observations. The absolute flux 
density scale using the first method (i.e., at 620 MHz) is believed 
to be accurate to about 10%, while, it is expected to be accurate to 
better than 5% with ALCs off (i.e., at 580 and 1010 MHz). 

The data were processed within the Astronomical Image Pro- 
cessing System (AIPS) using standard programs. Bad data were 
identified and flagged using various tasks in AIPS. After calibra- 
tion and editing of the 620 MHz data, a pseudo-continuum database 
of 3 frequency channels (each of width 3.7 MHz) was made from 
the central 11 MHz of the observed 16 MHz band. This was ade- 
quate to avoid bandwidth smearing within the primary beam. Im- 
ages of the fields were formed by Fourier inversion and Cleaning 
(IMAGR). The initial images were improved by phase only self- 
calibration (Self-cal). However, subsequent amplitude and phase 
Self-cals failed to improve the dynamic range of the maps. There- 
fore, phase only Self-cals were used to produce the final images. 

To improve the deconvolution of the extended emission, 
we made the final image (Fig. using Multi-resolution Clean 
iWakker & Schwarzlll988 \ as implemented in AIPS. Since the 
strong emission is seen mostly near the central 10' region of the 
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Figure 1. 620 MHz GMRT map of the central 15' region of the Galaxy (in 
both contour and gray scale). The resolution is 11.4 X 7.6 , with beam 
position angle of 7.7°. The rms noise is about 6.5 mJy/Beam. 

GC, and we are interested in sources located within only this re- 
gion, no 3D deconvolution of the dirty image to compensate for the 
non-coplanar baseline effect was performed. The GMRT map at 
620 MHz (Fig.0 has a dynamic range of about 150, and is limited 
by systematics. The above procedures were also employed to cali- 
brate the 580 MHz and 1010 MHz data, and to make images at 580 
MHz. Phase only Self-cals were performed with the Clean Compo- 
nents of Sgr A* at 1010 MHz to produce the final self-calibrated 
Kv-data. 

3 RESULTS 

3.1 Features in the 620 MHz map 

The central 15' region of the Galaxy at 620 MHz is shown in 
Fig. Q The compact source Sgr A* is clearly seen, along with 
other well known sources like Sgr A East and the 7' halo, which 
were also seen in our earlier 610 MHz map I Rov & Rao 2002), but 
due to change in calibration scheme and in subtraction of the back- 
ground extended e mission (see Sect. l3.2.n . the earlier results from 
lRov&RadJ2003) will not be used in drawing any quantitative es- 
timation in this paper. 

To compare the smaller scale features near Sgr A West with 
what is seen at higher frequencies, we have plotted in Fig.|2| the 
620 MHz map in gray scale and the 4.8 GHz VLA map in con- 
tours convolved to a common resolution. There is almost one to 
one correspondence between the higher emission features at 4.8 
GHz comprising the Sgr A West region and a drop in the total in- 
tensity at 620 MHz (indicated by white region in the gray scale 
map), indicating that the thermal emission is optically thick near 
620 MHz. The shell-like emission feature known as Sgr A East 
is clearly identified in both the maps. An emission feature ~30 
south of Sgr A* can be seen in the 620 MHz gray scale map. This 
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Figur e 2. 4.8 GHz continuum map of the Sgr A complex iYusef-ZadelJ 
Il989ll in contour overlaid on the 620 MHz gray scale map of the same 
region. The resolution is 11.4 X 7.6 , with beam position angle of 7.7°. 
The rms noise in the 4.8 GHz map is about 4 mJy/Beam. 



feature was identified bv lPedlar et alj il989h . who suggested that 
it is associated with Sgr A East. The Sgr A East shell has a size 
of about 2' X 3', and there is a triangular shaped halo of size ~ 7' 
around its shell, which is known as the 7' halo. 



3.2 Emission measure and temperature of the ionised gas in 
the Sgr A West HII region 

In this section, we estimate the density and temp erature of ionised 
hydrogen in Sgr A West. IPedlar et alJ ^1982) estimated these 
parameters by assuming a constant electron temperature across 
Sgr A West. However, due to the availability of high resolution data 
at 4 different frequencies between 8.3 GHz and 620 GHz, we can 
study the variation of the electron temperature (Te), the emission 
measure ( J n^dL, where L is the path length through the ionised 
medium) and the background non-thermal flux density due to Sgr 
A East as functions of position in the map. To estimate the quanti- 
ties, the optical depth of the Sgr A West HII region as a function of 
frequency needs to be estimated, which we describe below. 

While estimating flux densities from different maps, the syn- 
thesised beam of each of the maps needs to be equal. We have 
convolved the 8.3 GHz, 4.8 GHz, 1.4 GHz and 620 MHz maps 
to a common resolution of 11.4 x 7.6 , with beam position an- 
gle of 7.7°. In Fig.Q there are four sources, Sgr A*, Sgr A West, 
Sgr A East and the 7' halo, which appear to overlap along the 
line of sight. Because of this overlap, estimating flux densities of 
Sgr A West is non-trivial. Based on the suggestion of lPedlar et alJ 
il989l) . we assume that the 7' halo is located in front of the Sgr 
A complex. We took crosscuts at several orientations across the 7' 
halo through the location of Sgr A*, and estimated its mean contri- 
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Figure 3. Estimated electron temperature, emission measure (in boxes) and 
average optical depth at 620 MHz (t62o) 6 different parts of Sgr A West. 
These part s are enclosed in recta ngular boxes drawn on the 8.3 GHz gray 
scale map iRoberts & GosJl993h 



bution across the Sgr A complex. The estimated intensity of the 7' 
halo is 0.18 Jy/Beam at 620 MHz and at 1.4 GHz. The background 
emission due to 7' halo is quite small at 4.8 GHz, where it gets 
partially resolved due to the lack of short interferometric spacings, 
and we estimate its contribution at this frequency to be about 0.012 
Jy/Beam (no background subtraction was performed at 8.3 GHz). 
After subtracting these intensities of the 7' halo from the corre- 
sponding maps, the flux densities at different parts of Sgr A West 
were estimated. Even if the 7' halo is considered to be a mixture 
of thermal and no n-thermal emi ssion (Pedlar et al. 1989), from the 
estimates made bv lPedlar et al at 330 MHz, it can be con- 

sidered to be optically thin at frequencies of 620 MHz and above. 
Consequently, after subtraction of emission from the 7' halo and 
the removal of the contribution from Sgr A*, the observed flux 
density towards Sgr A West is the sum of non-thermal emission 
from Sgr A East (located behind Sgr A West (Pedlar et al. 1989)) 
and its own thermal emission. The observed flux density from Sgr 
A East can be expressed as Sv" x exp{—T), where S is the flux 
density of the background source at 1 GHz in Jy/Beam, r is the 
free-free optical depth at a frequency of f GHz and a is the spec- 
tral index. The estimated flux density due to free-free emission is 
[2 fcTe x (1 ~ exp(-r)) x u'^ x AQ]/c^. Where, AO, is the syn- 
thesised beam size. From the radiative transfer equation, we can 
express the estimated flux density per synthesised beam as 

h = S'!^"xexp(-r) + [2fcTeX(l-exp(-r))xi/^xAf7]/c^(l) 

Where, r ^ f 0.2ngr~^-^^i/ ~^-ML. 

Following IPedlar et alj ti989h . we assume the spectral index 
of Sgr A East to be -1.0 (S(i/) oc u°') between 8.3 GHz and 620 
MHz. The average intensity per synthesised beam estimated at dif- 
ferent frequencies from each of 4 different regions corresponding 
to the Western arc. Northern and Southern arm, and the diffuse 
halo (sampled at two different parts) as shown in Fig.|3| were least 
square fitted with the expression for J,^ given above. The estimated 
Te and J n^dL and the optical depth at 620 MHz (t62o) for these 
regions are also shown in Fig.|3] We note that the estimated param- 
eters do not vary significantly, even if the spectral index of Sgr A 



© RAS, MNRAS 000, lll}^l|5] 



4 Subhashis Roy & A. Pramesh Rao 



East changes from —1.0 by ±0.5 between 1.0 GHz and 620 MHz. 
Sgr A* is seen through the region marked 'A', and we subtracted 
its observed flux density at the position of Sgr A* (see below) from 
each of the different frequency maps. The fit of intensities of re- 
gion 'A' to the expression for I,j did not converge, and '5" was 
held fixed to zero to get a fit (see Fig.|3j- Since there is no measur- 
able increase in the flux density from this region between 8.3 and 
4.8 GHz (thermal emission is optically thin at these frequencies), 
the non-thermal emission from Sgr A East is negligible, and there- 
fore keeping S fixed to 'zero' should have negligible effect on the 
estimated parameters. 

From the model fit to all of the above mentioned regions, the 
electron temperature is found to be within 8,000-12,000 K, which 
is higher than the reported value of 70 00 K by recombination line 
observation of lRoberts & Gos j il993h . They assumed the emitting 
gas to be in local thermodynamic equilibrium (LTE), and that pres- 
sure broadening is negligible. However, the estimate of T^ from 
the continuum spectrum, anchored at the low frequencies by the 
GMRT measurements, is free from any such assumptions and pro- 
vide a more accurate value. 



3.2.1 Flux density of Sgr A* 

While estimating the flux density of Sgr A* at 620 MHz, we re- 
duced the confusion due to the extended emission by imaging only 
those visibilities having uv distance >7 kX. The flux density esti- 
mated from the image plane is about 0.5 ±0.1 Jy. We note that even 
after applying a lower uv cutoff, there is significant background 
confusion within a beam of size 7.5 x 4 . This confusion causes 
an uncertainty of about 0.1 Jy in the estimated flux density. We 
also estimated the flux density of this object from the uv visibil- 
ities. We first applied appropriate phase shift such that Sgr A* is 
at the phase centre. Every one hour of uv-dala. were averaged vec- 
torially, which ensures that the sources away from the centre have 
little contribution to the visibility amplitude. After rejecting data 
with Mv-distance shorter than 15 kA, an elliptical Gaussian model 
was fitted as a model for Sgr A* (using UVFIT). The flux density 
estimated in this way is also 0.5 Jy. The major and minor axis of the 
Gaussian fit is 3.8"±0.4" and 1.8"±0.6" respectively with a posi- 
tion angle of 93±4°, which is consistent with its expected scat ter 
broadened size of 3.4" X 1.8" estimated from Lo et al. ( I998i) at 
this frequency. To check the goodness of the fit, we divided the uv- 
data by the model. Similar broadening of compact maser sources in 
the vicinity of OH/IR stars have been observed in the central 30' of 
the Galaxy (van Laneevelde et al. 1992). The real part of the data 
after division indeed is close to unity with a scatter of less than 0.2, 
which indicates an rms error of 0.1 Jy in the flux density measure- 
ment. 

We also imaged Sgr A* from the 580 MHz data. The flux den- 
sity estimated at this frequency matches (within the error-bar) to 
what is estimated at 620 MHz and its known spectrum at radio fre- 
quencies. The flux density of Sgr A* at 1010 MHz as estimated 
from the uv visibilities is 0.6 ±0.12 Jy. 



4 DISCUSSION 

4.1 Low frequency spectral index of the Sgr A* 

Although the high radio frequency spectrum of Sgr A* is well es- 
tablished, the spectrum below 1.4 GHz is not well estimated. At 
1010 MHz, the flux density of Sgr A* is about 0.6 Jy and its 




Frequency (Hz) 

Figure 4. The observed spectrum of Sgr A* from 300 MHz to 20 GHz. 
Except the 33 0, 620 and 1010 MHz m easurements, all the other data points 
are taken from lMeUa & Falckd 1200 ij). In the plot, the 330 MHz flux density 
estimated at the position of Sgr A* <Nord et all2004) is taken as the upper 
limit. 

time averaged spectra l index between 1.4 and 8.5 GHz is -1-0.17 
jMelia & F alcke 200l!). lDavies et all <1976l) found the flux density 
of Sgr A* at 960 MHz to be a factor of 2 less than at 1.6 GHz 
and suggested that it has a low frequency turnover around 1 GHz. 
This appears to be confirmed from their upper limit of 50 mjy at 
408 MHz and the 100 mJy upper limit set by Pedlar et al. 1 1989) at 
330 MHz. However, Nord et al. ( 2004) at 330 MHz estimate a total 
flux density of 330 ±120 mJy from the known position and ex- 
pected size of Sgr A*. The recent flux density estimates of Sgr A* 
at 1010, 620 and 330 MHz raises questions about earlier measure- 
ments. Based on the average flux density of Sgr A* at 1.4 GHz 
(Zhaoetal. 200lj) and its known spectrum between 1.4 and 8.5 
GHz, we expect a flux density of 0.47 Jy at 1010 MHz and 0.44 Jy 
at 620 MHz, which are consistent with our measurements within 
the error-bars. The observed spectrum of Sgr A* from 300 MHz 
to 20 GHz is shown in Fig. |4| From the spectrum it is a pparent 
that a factor of two lower flux density at 960 MHz ( Dav ies et alJ 
Il97d) can be explained only by assuming Sgr A* to be variable at 
this frequency.lfalcke ( 1999) finds a modulation index of 6% at 8.3 
and 2.5% at 2.3 GHz, which indicates that the intrinsic variability 
of Sgr A* is rather low at low radio frequencies (.Meli a & Fa lckd 
2001). Therefore, interstellar scintillation (ISS), the time scale of 
which is ~few years towards Sgr A* at 1 GHz, is likely to cause any 
significant variability. The observations in the 620 MHz band cover 
a span of nearly an year and no significant variation (~ 20%) could 
be detected. Our measurements rule out any turnover near 1 GHz 
and indicate that any turnover has to be at frequencies less than 580 
MHz. The upper limits at 408 MHz, however, pose problems for 
this picture, as this would suggest the flux density of Sgr A* at this 
frequency could have been much less fe w decades back. We have 
re-examined the 408 MHz upper limit bv lPavies et alJ il97 6^ and 
found that their analysis has not taken account of scatter broaden- 
ing of Sgr A* (about 8" at 408 MHz) and the corrected upper limit 
at 408 MHz could be as high as 2.5 Jy. 

At frequencies of a few GHz to 620 MHz, the observed spec- 
tral index of Sgr A* is nearly flat. For extragalactic flat spec- 
trum sources, it is believed that there are multiple components in 
emission and peak radiation from different components occur at 
different frequencies to make the overall spectrum appear nearly 
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flat ICottonetalJI 19801) . Though the Advection-dominated accre- 
tion flow (ADAF) model of emission from Sgr A* fails to ex- 
plain the observed low frequency emission, ADAF along with 
self-absor bed synchrotron emission either from a relativistic Jet 
iYuan et alj200 2). or from a small fraction of relativistic electrons 
embedded in the accretion flow ( Yuan et al. 2003) could explain the 
observed spectrum of Sgr A* from X-ray ranges to radio frequen- 
cies up to 620 MHz. If we consid er the flux density estimated at the 
position of Sgr A* at 330 MHz jNord et all2004l) as the observed 
upper limit, its estimated spectral index between 620 and 330 MHz 
is inverted and is >0.66. This low frequency turnover could be due 
to an enhancement in the optical depth of synchrotron emission or 
internal/external free-free absorption. 

4.2 Location of Sgr A* 

At 620 MHz, Sgr A West shows evidence for free-free self- 
absorption. In Fig. in we have shown the mean optical depth for 
6 different regions of Sgr A West. The Sgr A* being slightly above 
the j unction of the Bar and the Northern arm I Roberts & GossI 
Il993t) . optical depth near Sgr A* is almost the same as the Sgr A 
West halo marked 'B', and is 2.5±0.5. If Sgr A* was located be- 
hind Sgr A West, then its flux density would have been attenuated 
by a factor of 10. However, the spectral index of Sgr A* between 
620 MHz and 1 .4 GHz is roughly the same as between 1 .4 GHz and 
8.5 GHz showing no effect of free-free absorption by Sgr A West. 
This indicates that Sgr A* is located in front of Sgr A West. It is 
possible to invoke alternate scenarios like sharp enhancement of 
the 620 MHz flux density of Sgr A* to compensate for the absorp- 
tion due to Sgr A West or a hole in Sgr A West along the line of 
sight to Sgr A*, but these appear to be unlikely. In a high resolution 
radio continuum (resolution ~ 0.6 ) map lRo berts& GossI 1993h . 
Sgr A* appears to be located slightly (~ 1 ) above the junction 
of the Bar and the Northern arm and diffuse emission can be seen 
near its position. In radi o recombination line (resolution ~ 2 ) data 
jRoberts&G'os3ll993h . emission at the position of Sgr A* is ob- 
served near a velocity of 56 km s~^. There is a region of molec- 
ular line emission at the outer edge of th e Sgr A West, which is 
known as Circumnuclear Disk (CND), and lRoberts & Gos3 il993h 
suggests the recombination line to be stimulated emission from a 
region near the interior edge of the CND. However, the emission is 
observed beyond the synthesised half power beam width of Sgr A* 
and the velocity of emission matches with that of the H 92a emis- 
sion from Northern arm. Therefore, it appears that the diffuse gas 
seen in the radio continuum image near Sgr A* is actually associ- 
ated with the Northern arm (see also lSchwarz et all il989i)). which 
indicates that it is located behind Sgr A* (see also Sect. I). Any 
hole in this ionised gas has to be smaller than 1", which is unlikely. 
Thus, Sgr A* is located in front of Sgr A West. 



5 CONCLUSIONS 

Observations of the GC region at 1010, 620 and 580 MHz with the 
GMRT and a comparison with the existing observations made at 
other radio frequencies have provided us several important details 
about the region: 

(i) Sgr A* has been detected at 580 MHz, which is the lowest fre- 
quency unambiguous detection of Sgr A*, and the estimated flux 
density is consistent with what is expected from its higher radio fre- 
quency spectral index and the flux density. This indicates that there 
is no low frequency turnover of its emission at freqencies above 0.6 



GHz. 

(ii) Our observations at 0.6 GHz breaks the degeneracy between 
emission measure and electron temperature in the existing data, and 
allows us to estimate the optical depth of the Sgr A West HII region 
to be about 2.5 at 620 MHz. 

(iii) Though Sgr A* is located along the same line of sight as Sgr A 
West, the emission from it undergoes no absorption by this HII re- 
gion, which indicates that Sgr A* is located in front of Sgr A West. 
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